State of Illinois 

Notice of Public Meeting 
Plumbing Code Advisory Council 
Subcommittees Meetings 

Backflow/Cross Connection 
February 26, 2019 at 10 a.m. 


AGENDA 

Welcome 
Public Comment 

Discussion Items 

• CCCDI Licensing 

• Possible re-visit of topic, in future, for improvements, adjustments to assure an even higher quality 
of licensees, the tests & testing procedures 

• Definitions 890.120 

• Revise 890.1130 

• Revise approved material standards 


Adjourn 

Meeting location: Illinois Department of Natural Resources 

Rock River Room, SE- 2 nd Floor 
Illinois State Fairgrounds, Gate 7 
One Natural Resources Way 
Springfield, IL 62702 


Interested persons should contact Brian Cox, Plumbing & Water Quality Program Manager at 217-524-0791. 








